INTERIOR  VIEW,  CATHEDRAL  OF  ST  JOHN'S  (7$\ 
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DIVINE,  NEW  YORK  CITY. 

Cathedral  of  St.  John's  Divine  is  located  between  1 10th 
and  113th  Streets,  overlooking  Morningslde  Park.  The  8  pil- 
lars surrounding  the  altar  are  mammoth  monoliths  of  polish- 
ed Maine  granite,  each  one  54  feet  6  in.  high  and  6  feet  in  di- 
ameter. The  Cathedral  surpasses  any  ecclesiastical  edifice 
in  America  and  ranks  with  the  great  Cathedrals  of  the  old 
world. 


POST  CARD 


THIS  SPACE  FOR  ADDRESS  ONLY 


PLACE 
ONE  CENT 
STAMP 
HERE 

70153 


